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BANGOR— Plate F 205.^ E 



*^tandard 



reous Ch 



Bangor La 



with Oval Bowl and Back; supported on Square 
Vitreous China PtHlr^lal. Fitt^fd with N\ P. Pop-up 
W^^.c with Chi 



Low Down 



ression 



Arm 



N. P. i finch Wall Supply Pi 



I * 



with China Index 



Stops and K. P. l^-inch "P" Trap without Vent 



RANDALL— Plate F 205S E 

Standard** \ it reous China Randall Lavatory 
with Oval Bowl and Pack; supported on V^itreous 
China Leg. Fitted with X. P. Pop-up Waste with 

l^ever Handle, X. P. IjOw Down Comprewon 
China Index Handle Faucets. X. P. H-inch Plain 



Wall Supply Pi 
without Vent. 



#'L 



and K. P. 13i-inch "P" Trap 



DI MENSI0X8 



ArtuU 

TVidUi 



Ac4«m1 



, ' « 



s24' 



of Bowl 



of Bmtk 



PIMENSIOK8 



Acttul 

WMlth 



20 k 24' 



Actual 
LmwUx 




of Bowl 

12,41 1: 






PRICES 



Pkl« F 2n.VT E 
Plat* F2053. 



aB nttioi* 



x2V 
33 00 



TW BAvrtoa Lavatacy 



be { 



r p I r E a 



I ?"KE M 

IW RA2.-jax I^vatJivy tarn 

«r Chsia 

ctjt for P op — or O 






PUjC 



ji 



t for ft Jiof 



Is the IS X 20* 





MERCHANT— Plate F 2062 E 

^tattdapd" Vitreous China Merchant Lavatory 
with Oval Bowl, Back and Side Arms; supported 
on Vitreous China Le^. Fitted with N- P. Waste 
Plug and Rubber Stopper, N. P. Low Down Com- 
pression China Index Handle Faucets, N. P. 



WOODMAN— Plate F 2068 E 

Standard'' Vitreous China Woodman Lavatory 

with Oval Bowl and Back; supported on Vitreous 
China Leg. Fitted with N. P, Pop-up Waste 
with China Lever Handle, N. P. Low Down Com- 
pression China Index Handle Faucets, N. P. y^Anch 
Plain Wall Supply Pipes and N. P. IJ^-inch 'T' Plain Wall Supply Pipes and N. P. 1^-inch ^T" 




-inch 



Trap without Vent. 



Trap without Vent. 



Size 
21 X 24" 



DIIVIENSIONS 



Actual 
W^idth 

21'' 



Actual 

Length 

24" 



Size 
of Bowl 

121^ X 16" 



Height 
of Back 

7" 



Size 
21 X 24" 



D I IM E N S I N S 



Actual 
Width 

21" 



Actual 
Length 

24" 



Size 
of Bowl 

12H X 16" 



Height 
of Back 

7" 



PRICES 



Size 



21 X 24" 

$40.25 
32.00 



Plate F 2062 E, as described 

Plate F 2062, less all Fittings . . . , ■ . 

The IVIerchant Lavatory can also be furnished cut for Standing 
"Waste, Combination or Pop-up W^aste. 



Size 

Plate 

Plate 



PRICES 



21 X 24" 

F 2068 E, as described $40.00 

F 2068, less all Fittings '27.00 

The Woodman Lavatory can also be furnished cut for Standing 
Waste, Combination or Chain and Plug. 
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TRAFTON— Plate F 2000 G 

'^^tandard'' Vitreous China Trafton Lavatory 
with Oval Bowl; supported on Plain Vitreous China 
Pedestal. Fitted with N. P. Compression Combina- 
tion Supply and Waste Fitting, N. P. 3>f inch Wall 
Supply Pipes with China Index Stops and N. P. 
134-inch "P" Trap without Vent. 



CHANTRY— Plate F 2005 G 

^Standard" Vitreous China Chantry Lavatory 
with Oval Bowl; supported on Fluted Vitreous 
China Pedestal. Fitted with N- P. Compression 
Combination Supply and Waste Fitting, N. P. 
^-inch Wall Supply Pipes with China Index Stops 
and N. P. Ik^-inch 'T" Trap without Vent. 



r» 



DIMENSIONS 



DIMENSIONS 



Sizes 

23x30' 

24 X 33" 



Actual 
Width 

23' 

24' 



Actual 
Length 

30' 
33' 



Size 

of Bowl 

13H X IS' 



Sizes 

22 X 27' 

23 X 30' 

24 X 33' 



Actual 

Width 

22" 
23' 

24' 



Actual 

Length 

27' 
30" 
33' 



Size 
of Bowl 

12>i^ X 17' 
12<^x 17' 

133^ X IS' 






i 



PRICES 



\J 



Sizes 



Plate F2000G, as described 
Plate F 2000, less all Fittings 



23 X 30' 

$65 . 75 
40.00 



24x33' 

$75.73 
50.00 



•. t 
) 



The Trafton Lavatory can also be furnished cut for Standing 
Wiiste, Pop-up and Chain and Plug. 



PRICES 



Sizes 



Plate F 200.5 G, as described . 
Pkte F2005. less all Fittings 



22x27' 

$57 . 75 
32.00 



23 X 30* 

SG5.75 
40.00 



24 X 33' 

$75 . 75 
50.00 



The Chantry Lavatory can also be furnished cut for Standing 
Wafite, Pop-up and Chain and Plug. 
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BLACKFORD— Plate F 2010 F 

"cJtandard" Vitreous China BLACKFORD Lavatory 
witii Oval Cowl; supported on Square Vitreous 
China rcdc^lah Fitted with N. P. Fuller Combi- 
nation Supply and Waste Fitting, N. P. H-in^^h 
Wall Supply Pipes with China Index Stops and 
N- P. l.V(-inch "P" Trap without Vent. 



BRAMPTOX— Plate F2015G 

''^Staitdard" Vitreous China Rrampton Lavatory 
with Oval Bowl; supported on Stjuare Vitreous 
China Pedestal. Fitted with N. P. Compression 
Combination Supply and Waste Fitting, N. P. 
54-inch Wall Supply Pipes with China Index Stops 
and N. P. IV^-inch "P" Trap without Vent. 




2l>x J4" 



Si/ 



D 1 M E X ?5 1 O X S 

Artm! Ai'tud 

W iilxh length 

20* 24' 

26' 

2r 30* 

24' 33* 

PRICES 

. 20 ^ 24' 



*» 



».>2 75 

27 OU 



jnat* F 2010 F. M itarri»^ . 
r' 'f- F20!n, \i>9% ftU Fitting! 

ruX'c r ?oio r. » d< rihid . 

n:itc TynO, ]<m all FitUnipi 

The BukCKVon Uvafcoty cm •*»» ^ 

1^ Mte, r^ ^ Lip &Dd Onto &:^d Plus- 



a2.0£) 



StM 

of Duwl 



14 
14 



X 

X 
X 

X 

% 



lo- 
ir.* 

10* 
20* 
20' 



22x26^ 
•S2 2S 

as.5o 



»< 



24xacr 24z3r 

fcoa.75 $75 75 

44100 50 00 

cut for Stand' 




22x27' 
23x30' 



D I M i: N S I O X 8 



AL-tual 
Width 

22* 
23* 



Ix'tiffth 

27' 

3(r 



Size 
6( Bowl 



•»! yl' 



12JixI7K 
13^^x 183-^ 



PR ICES 

PiiM 22x27' 

. . . *»2 25 



Ilate F2015G,M dornbH . 
Pku F 2015, IcM bU Fitllofi 



23 X W 

I0S.7$ 

40.00 




W 




BftAMPTYjN Liivaton' can al«> be i 

, Pop -up A C\i ' and Ptuj?. 



\j i j^i 



^ <njt for StandifF 







..W^. fc 



^ ■ ■ ^ 



f >■» 



: !■ 






IRIS— Plate F 2022 E 

Standard'' Vitreous China Iris Lavatory with 
Oval Bowl ; supported on Plain Vitreous China 
Pedestal. Fitted with N. P. Waste Plug and Rubber 



lOLA— Plate F 2048 E 

Standard'' Vitreous China lOLA Lavatory with 
Oval Bowl and Back; supported on Fluted Vitreous 
China Pedestal. Fitted with N. P. Pop-up Waste 



Stopper, N. P. Low Down Compression China Index with China Lever Handle, N. P. Low Down Corn- 



Handle Faucets, N. P. 3^-inch. Plain Wall Supply 



Pipes, and N. P, IM-inch "P" Trap without Vent. 



DIMENSIONS 



Diameter 
of Slab 

24" 



Size 
of Bowl 

13 X Ih"" 



PRICES 
Size 24" 

Plate F2022E, as described $31.25 

Plate F2022, less all Fittings 24,00 

The Iris Lavatory can also be furnished cut for Standing Waste 
or Pop-up Waste. 



pression China Index Handle Faucets, N, P. %-inch 



Plain Wall Supply Pipes and N. P. Ij^-inch "P" 
Trap without Vent. 



Diameter 
of Slab 

24" 



DIMENSIONS 

Size 
of Bowl 



13 X 15 



r'/ 



Height 

of Back 

4'/ 



PRICES 
Size 24" 

Plate F 2048 E, as described $39.50 

Plate F 2048, less all Fittings 27.50 

The loLA Lavatory can also be furnished cut for Standing Waste 
or Chain and Plug. 

■ 




7 



y 



\ 





BANGOR— Plate F 2053 E 

"l^tandard" Vitreous China Bangor Lavatory 
with Oval Bowl and Back; supported on Square 
Vitreous China Pedestal. Fitted with N. P. Pop-up 
Waste with China Lever Handle, N. P. Low Down 
Compression Faucets with Four Arm China Handles, 
N. P. H-inch Wall Supply Pipes with China Index 
Stops and N. P. l^-mch 'T'' Trap without Vent. 



RANDALL— Plate F 2058 E 

^^tandard'^ Vitreous China Randall Lavatory 
with Oval Bowl and Back; supported on Vitreous 
China Leg. Fitted with N. P. Pop-up Waste with 
China Lever Handle, N. P. Low Down Compression 
China Index Handle Faucets, N. P. ^-inch Plain 
Wall Supply Pipes and N. P. l^-inch 'T" Trap 
without Vent. 



Size 

20x24' 



Actual 
WMdlh 



DIMENSIONS 



Actual 

Length 



Size 
of Bowl 

mi X iG' 



Height 
of Back 

6' 



Size 
20x24' 



Actual 
Width 

20" 



DIMENSIONS 



Actual 

Length 

24' 



Size 
of Bowl 

121^x17 



Height 
of Back 



PRICES 



riat« F 2053 E, a^ described , 
Plate F20o3, less all P^ittinps 



$.31.00 
33.00 



The Bangor Lavaton* can alao be furnished cut for Standing 
Waste, Combination or Chain and Plug. 



PRICES 

Fhe 20x24' 

Plate F205SE, as deeeribed $39.00 

Plate F 2058, lees all Fittinea 2C.00 

The Randall Lavator>' can also be furnished cut for Standing 

Waste, Combination or Chain and l*lug. 

The Raxdall Lavatory can be furaibhed also in the 18 x 20* 

size, cut for Pop-up or Chain and Plug. 
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MERCHANT— Plate F 2062 E 



WOODMAN— Plate F 2068 E 



*^tandar4'' Vitreous China Merchant Lavatory 
with Oval Bowl, Back and Side Arms; supported 
on Vitreous China Le^. Fitted with N. P. Waste 
Plug and Rubber Stopper, N. P. Low Down Com- 



^tandard"' Vitreous China Woodman Lavatory 
with Oval Bowl and Back; supported on Vitreous 
China Leg. Fitted with N. P. Pop-up Waste 
with China Lever Handle, N. P. Low Down Com- 



pression China Index Handle Faucets, N. P. ^-inch pression China Index Handle Faucets, N. P. y^-mch 



Plain Wall Supply Pipes and N. P, l^-inch 'T" 
Trap without Vent. 



Plain Wall Supply Pipes and N. P. l^-inch "P'' 
Trap without Vent. 



Size 
21 X 24" 



Actual 

Width 

21" 



DIMENSIONS 



Actual 

Length 

24" 



Size 
of Bowl 

123^ X 16" 



Height 
of Back 

7" 



Size 
21 X 24" 



Actual 

Width 

21" 



DIMENSIONS 



Actual 
Length 

24" 



Size 
of Bowl 

12M X IG" 



Height 
of Back 

7" 



Size 



PRICES 



Plate F 2062 E, as described 
Plate F 2062, less all Fittings 



21 X 24" 

$40 . 25 

32.00 



The Merchant Lavatory can also be furnished cut for Standing 
Waste^ Combination or Pop-up Waste. 



PRICES 
Size . ■ . . . 21 X 24" 

Plate F 2068 E, as described . . . . . . . $40.00 

Plate F2068, less all Fittings *27.00 

The AVooDMAN Lavatory can also be furnished cut for Standing 
Waste, Combination or Chain and Plug. 
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CARLETON— Plate F 2077 E 

^^tandard"* Vitreous China Carleton Lavatory 
with Oval Bowl and Back; supported on Vitreous 
China Leg. Fitted with N. P. Waste Plug and 
Rubber Stopper, N. P. Low Down Compression 
China Index Handle Faucets, N. P. 5^-inch Plain 
Wall Supply Pipes and N, P. l^-inch "P" Trap 
without Vent. 



HARCOURT— Plate F 2082 E 

Standard" Vitreous China Harcourt Lavatory 
with Oval Bowl and Back; supported on Vitreous 
China Leg. Fitted with ^. P. Waste Plug and 
Rubber Stopper, N. P. Low Down Compression 
China Cross Handle Faucets, N. P. 5^-inch Plain 
Wall Supply Pipes and N, P, l^-inch "F' Trap 
without Vent. 



Di:iincter 

of S 




D I AI E X S I O X S 

Sue 

of Buvvl 
13 X 15' 



Height 
of Back 

4" 



Size 

18x20' 



Actual 
Width 

18' 



D I M E N S I O N S 



Actual 

Length 

20" 



Size 
of Bow! 

11 X 15' 



Height 
of Back 



Pizps 



PRICES 



mate F 2077 E, as described 
Phitc T2077, less all Fittings 



20" 

t24 . 25 
17.00 



24' 

$27 . 75 
20. .50 



The Cari.etok Lavutorj- caa also be furnished cut for Standing 
Waste or Pop-up Waste. 



PRICES 
mze 18x20' 

Plate F 2082 E, as described $30.75 

Plate F20S2, less all Fittings 20.00 

The Harcourt Lavatory can also he furnished cut for Standing 
Waste or Pop-up Waste. 






lO 



■TT^jri^rT—^" J!fe Vift-,i3Cr 



TT" 



< I 



K.-««<T -. ..:«i>;-4^^.- 





HIBBEN— Plate F 2100 G 



HIBBEN— Plate F 2103 E 



M 



Standard"" Vitreous China Hibben Lavatory 
with Oval Bowl; supported on Vitreous China Leg. 
Fitted with N. P. Compression Combination Supply 



and Waste Fitting, N, P. 3^-inch Plain Wall Supply 



Pipes and N. P. IJ^-inch "P" Trap without Vent, 



^tattdard"' Vitreous China Hibben Lavatory 
with Oval Bowl; supported on Vitreous China Leg. 
Fitted with N. P. Pop-up Waste with China Lever 
Handle, N. P. Low Down Compression China Index 
Handle Faucets, N. P. ^^-inch Plain Wall Supply 
Pipes and N. P. l^-inch 'T'' Trap without Vent 



D I ^r EN SIGNS 



Size 
20 X 24'' 



Actual 

Width 

20" 



Actual 


Size 




Length » 


of Bowl 


Sizes 


24" 


mi^i^y/ 


18 X 20" 

20 X 24" 



DIMENSIONS 



Actual 
Width 

IS" 
20" 



Actual 
Length 

20" 
24" 



Size 
of Bowl 

101^ X 15" 

123^ X 15J^" 



PRICES 

Size 20 X 24" 

Plate F2100G, as described ...'.... $43.25 
Plate F 2100, less all Fittings 20.00 

The Hibben Lavatory can also be furnished cut for Standing 
Waste, Pop-up or Chain and Plug. 



PRICES 

Sizes , ■ . . . . , , . , 18 X 20" 

Plate F2103E, as described . , . . 
Plate F 2103, less all Fittings .... 



$28 . 00 
15.00 



20 X 24" 

$33 . 00 
20.00 



The Hibben Lavatory can also be furnished cut for Chain and 
Plug- 
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TONSORIAL— Plate F 2128 H 

^tandarcJ^ Vitreous China TONSORIAL Lavatory 
with Oval Bowl; supported on Square Vitreous 
China Pedestal. Fitted with N. P. Pop-up Waste 
with China Knob, N. P. Fuller Faucets with 
Shampoo Combination with Compression Valves 
and Rubber Hose and Sprinkler, N. P. ^-inch 
Wall Supply Pipes with China Index Stops and 
N. P. IK'inch "P" Trap without Vent. 



NUBIA— Plate F 2138 H 

■ '^tandard'^ Vitreous China Nubia Lavatory 
with Back, Oval Basin and Round Dental Bowl 

Vitreous 



with Full Splash Rim; supported on 

Combination Fittings 



China 



Leg. 



Fitted with 



consisting of N. P. China Knob Pop-up Waste, 

N. P. Low Down Compression China Cross Handle 

Faucets for Large Bowl and N. P, China Cross 

Handle Faucet with Goose-neck and Rim Flushing 

1 



Fitting for Dental Bowl, N. P. 



2-inch Wall Supply 
Pipes with China Index Stops and N. P. 1 
^T'' Trap without Vent. 



-inch 



Size 
22 X 2T 



DIMENSIONS 



DI?iIEK SIGNS 



Actual 


Actual 


Size 


Size of 


Size of 


Diameter 


Height 


Width 


Length 


of Bowl 


Lavatory 


Large Basin 


Small Basin 


of Back 


22' 


27" 


13 X 17" 


20 X 27' 


12 X 14' 


T 


fi" 



PRICES 

Size . . . . . . 22 X 27' 

Plate F 2128 H, as described $85.00 

Plate F 2128, less aU Fittings 36.50 



PRICES 

Size 20x27'' 

Plate F 2138 H, as described $85.50 

Plate F2138, less all Fittings 37.50 
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GASCO— Plate F 2146 D 



-Standard'' Vitreous China Gasco Lavatory with Oval Bowl and Integral Back and 
Sides. Fitted with N. P. "Imperial" China Knob Waste, N. P. "Torrance" China Index 
and Handle Faucets, N. P. ^-inch Plain Wall Supply Pipes and N. P. l^-inch "P" Trap 



without Vent. 



Sizes 

20x24' 
20x28' 
22 X 32' 



Actual 

Width 



DIMENSIONS 

Actual 
Length 



Size 


of Bowl 


11 X WA 


12 X 17' 


13H X 20' 



Height of Back 
and Sides 



PRICES 

Sizes 20 X 24' 20 x 28' 

Plate F 2146 D, M described *W 2.5 «74.25 

Plate F2146Jess all Fitting? ^-^ ^-^ 

The Gasco Lavatoo' ca.n also be furnisbcd cut for Combination, Pop-up or Chain and Plug. 



^2x32" 

$87.75 
72.00 
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LUCERNE— Plate F 2157 E 



'i^tandard^ Vitreous China Lucerne Lavatory 
with Oval Bowl and Back. Fitted with N. P, 
Waste Plug and Rubber Stopper, N. P. Low Down 
Compression China Index Handle Faucets, N. P. 
5^-inch Plain Wall Supply Pipes and N. P. IJ^-inch 

Bag Trap. 



GRASSMERE— Plate F 2162 E 

^taitdard'^ Vitreous China Grassmere Lavatory 
with Oval Bowl and Back. Fitted with N. P. 
Waste Plug and Rubber Stopper, N. P. Low Down 
Compression China Index Handle Faucets, N. P. 
-inch Plain Wall Supply Pipes and N, P. IJ^-inch 
P" Trap without Vent. 




DIMENSIONS 



Sizes 

18 X 20' 
20 X 24' 



Actual 
Width 



Actual 

Length 

20" 
24" 



Size 
of Bowl 

lOH X 15' 
12Jixl7' 



Height 
of Back 

6" or 8" 
6' or 8' 



Sizes 

18 X 20" 
18 X 24" 



Actual 
W^idth 

18" 
18' 



DIIM ENSIGNS 



Actual 
Length 

20" 
24" 



Size 
of Bowl 

15 X lOH' 
12H X 17K 



Height 
of Back 

6' 



PRICES 
Sizes 18x20' 20x24" 

Plate F 2157 E, as described, 6-inch Back . 821.75 $30.75 

Plate F2157, Lavatory only, less all Fittings, 

6-inch Back 13.00 22.00 

Plate F2157E, as described, 8-inch Back . 23.25 37.75 

Plate F2157, Lavatory only, less all Fittings, 

8-inch Back 14.50 29.00 

The Lucerne Lavatory can also be furnished cut for Standing 
Waste or Pop-up Waste. 



PRICES 

Sizes . 18 X 20" 

Plate F2162E, as described , . . . $21.25 

Plate F2162, less all Fittings . , . . 14.00 



18 X 24'^ 

S30 . 25 

23.00 



The Grassmere Lavatory can also be furnished cut for Standing 
Waste or Pop-up Waste. 
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CARMEN— Plate F 2177 E 

".Standard" Vitreous China Carmen Lavatory 
with Oval Bowl and Back. Fitted with N. P. 
Waste Plug and Rubber Stopper, N. P. Low Down 
Compression China Index Handle Faucets, N. P. 
3^-inch Plain Wall Supply Pipes and N. P. 1^-inch 



/8 



P" Trap without Vent. 



BELAIR—Plate F 2182 E 

'Standard* Vitreous China Belair Boat or Car 
Lavatory with Oval Bowl, Back and Full Splash 
Rim. Fitted with N. P. Waste Plug and Rubber 
Stopper, N. P. Low Down Compression China Index 
Handle Faucet, N. P. ^-^-inch Plain Wall Supply 
Pipe and N. P. IK-'mch "P" Trap without Vent. 



Sizes 

18x20' 

20x24' 



Actual 
"Width 

IS' 
20* 



DIMENSIONS 



Actual 
Length 

20' 

24' 



Size 

of Bowl 

10)i^x 15' 

12)';^X17' 



Height 
of Back 

G' or 8' 
6' or 8' 



Size 
of Lavatory 

16 X WA' 



DIMENSIONS 

Size 
of Bowl 

lOH X 13' 



Height 
of Back 




Siz 



PRICES 



Plate F2177 E. as dcsc^lx^d, 6-inch Back . 
Plate F2177, Lavatory- only, less all Fittings, 

6-inch Back 

Plate F 2177 E. as described, 8-inch Back . 
Plate F2177, Lavatory only, less all Fittings, 

8-inch Back 14-50 



18x20' 20x24' 
S20.25 »29.2a 



13.00 
21.75 



22.00 
36.25 



29.00 



ize 



PRICES 



Plate F 2182 E. aa doaeribed 
Plate F2182, less all FitUnge 



16xl6J^' 

S16.00 
11.00 
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FERMA— Plate F 2193 E 

■ 

"^iandard" Vitreous China Ferma Lavatory 
with Oval Bowl and Back. Fitted with N. P. 
Pop-up Waste with China Lever Handle, N. P. 
Low Down Compression China Index Handle 
Faucets, N. P. 3^-inch Plain Wall Supply Pipes 
and N. P. l^-inch "P" Trap without Vent. 



ELSTON— Plate F 2198 E 

'Standard" Vitreous China Elston Lavatory 
with Oval Bowl and Back. Fitted with N. P. 
Pop-up Waste with China Lever Handle, N. P. 
Low Down Compression China Index Handle 
Faucets, N. P. ^^-inch Plain Wall Supply Pipes 
and N. P. l>i-inch "P" Trap without Vent. 



Size 
21 X 24' 



Actual 
Width 



D I i\r E X S I N s 



Actual 

Length 



Size 
of Bowl 

12H X 16' 



Height 
of Back 



Mze 
18x20' 



Actual 
Width 



D I M E X S I O X S 



Actual 
Lenf^th 



Size 
of Bowl 

lOH X 153^ 



of Back 



Size 



FRICES 



Plate F 2193 E, as de^icribed 
Plate F2193, less all Fittings 



21 X 24' 

$3o.00 
22.00 



The Fehma Lavatory can also be furnished cut for Combination 
or Chain and Plug. 



PRICES 



Size 



IS X 20' 

120 00 

13.00 



Plate F 2198 E, as described -. . 

Plate F2108, lev all Fitting* 

The Elston Lavatory can also be furnished cut for Combination 
or Chain and Plug. 
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CHELSEA— Plate F 2202 E 

1$tandard" Vitreous China Chelsea Lavatory 
with Oval Bowl and Back, Fitted with N. P. 
Waste Plug and Rubber Stopper, N. P. Low Down 
Compression China Index Handle Faucets, N. P. 
3>j,-inch Plain Wall Supply Pipes and N. P. Ij^-inch 
Trap without Vent. 



DIMENSIONS 

Size 
of Bom I 

13 X lo' 



Height 
of Back 

4' 

r 




24' 

«23 75 
IG.50 



MARCOSA— Plate F 2207 E 

^tancfat^d'' Vitreous China Marcosa Lavatory 
with Oval Bowl and Back. Fitted with N. P. 
Waste Plug and Rubber Stopper, N. P. Low Down 
Compression China Index Handle Faucets, N. P. 
3^-inch Plain Wall Supply Pipes and N. P. l>^-inch 
'T" Trap without Vent. 



Size 

13 X 2G' 



Actual 
AVidlh 

13' 



DIMENSIONS 

Actual 
Length 

2G' 



Size 
of Dowl 

10 X 1G3^ 



Height 
of Back 

4' 



PRICES 
Size .13x26' 



Plate 

Plate 



F 2207 E, afi descriV^ed . 
F 2207, less all Fittings . 



$20 . 25 
13.00 



*rii«H 
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FENWICK— Plate F 2212 E 
^i^tandard"* Vitreous China Fenwick Corner 



Lavatory with Oval Bowl 



Integral Back. 



FiUed with N. P. Waste Plug and Rubber Stopper, 
N. P. Low Down Compression China Index Handle 
Faucets, N. P. a.y-inch Plain Wall Supply Pipes 
and N. P. Ij^-inch Bag Trap. 



LYNDEX— Plate F 2217 E 

'Standard" Vitreous China Lynden Corner 



lavatory with Oval Bowl 



Integral Back. 



Fitted with X. P. Waste Plug and liubber Stopper, 
N. P. Low Down Compre^ion China Index Handle 
Faucets, X. P. ? ,-inch Plain Wall Supply Pipes 
and X. P. l»i-inch "P" Trap without Vent. 



Size 
17x17' 



DIMENSIONS 



Length 

on Sides 



Size 

of Bowl 

113^x15' 



Height 
nf Back 



10 \ 19 



D T :M E N S T O \ S 



T.. -.gth 
on SiUctt 



of Buwl 



of Back 



Size 



PRICES 



rUitc F 2212 E, as described . 
rUte F2212, Icscs all FittiuKs 



17 X 17' 

S23 25 
16 1)0 



The Fexthck Lavatory can also be furnished cut for Standing 
Waste or Pop-up Waste. 



PRICES 

Sue 10 X 19' 

Plate F 2217 E,«i dBKiibed 134.25 

Plate F2217, Iwiall Kittin«ra 27 00 

The Ltndem Lavatory can al.^o be f urru ^ d cut for Btiiadin^ 
Waste or Pop-up Waste. 

Tf wanted «ith Single Leg. add SLOO. 
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PRISON LAVATORY-riate F 2222 

'Slandard" Vitreous China riilSON Lavatory 
with Bowl and Intcg:d Back. Fitted with N. P. 
Push Button Valve with Regulator, Waste Plug 
with Revolving Disc and Spout which can be 
furnished either turned up for Drinkinj? Fountain 
or tume<i down for Lavatory Supj^'y. 



PRISON LAVATORY- Plate F 2227 

*:5landard'' Vitreous China 
with Bowl and Integral Back. 
Wa'^^te Plug and Rubber SlopfKT with 
Spud Outlet and N. P. Push Button Valve. 



raicE 



F S22, M dbBmbed 



t24 00 



Plate F 2227. m deecrlbod 



m 




PRICE 



20 



\ 




Lavatory with Back, Full Splash Rim and Integral 

N. P. Com- 
pression uross nanaie i^aucet, N. P. Plain 
Supply Pipe and N. P. Trap without Vent. 



Plate F 2245 



^^tatidattd" Vitreous China Newinn Dental 

Lavatory with Back and Full Splash Rim. Fitted 
with N. P. Low Down Compression China Index 
Handle Basin Faucet, N. P. Plain Wall 
Pipe and N. P. Trap without Vent. 



DIMENSIONS 

Diameter 
of Bowl 



Height 
of Back 



DIMENSIONS 

Diameter 
of Bowl 



Height 
of Back 



10 X 12" 



PRICE 



PRICE 



Plate F2240, as described 



10x12" 
$21.00 



Plate F 2245, as described 



10x12" 
316.50 
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Plate F 2250 F 

"Standard'' Vitreous China Lavatory with Oval 
Bowl and Integral Back; supported on Vitreous 
China Legs. Fitted with N. P. Fuller Combination 

-inch Floor 




Supply and Waste Fitting, N. P. 

Supply Pipes and N. P. VA-inch Flask Trap to 

Floor and Vent to Wall. 



Plate F 2255 J 

"i^tandard" Vitreous China Clinic Lavatory with 
Oval Bowl and Depressed Instrument Tray on each 



side; 



Legs 



Braces. Fitted with N. P. Goose-neck Pattern 
Faucet with Removable Rose Spray, and Knee- 
action Levers to control Hot and Cold Water 
Supply, N. P. Waste Outlet controlled by Knee 
Lever and N. P. 13^-inch Non-syphoning Brass 
Trap to Floor- 



Size 

24 X 30" 



Actual 

Width 
24" 



DIMENSIONS 

Actual 

Leugth 

30" 



Size 
of Bowl 

13} 2 X IS" 



Height 
of Back 



10 



tf 



Size 
24 X 36" 



Actual 
Width 

24' 



DIMENSIONS 



Actual 

Length 

36' 



Size 
of Bowl 

13 X 17" 



Size 

Instrument 

Trays 



Size 



PRICES 



Plate F2250F. as described 
Plate F 2250, less all Fittings 



24x30' 



$108.50 
76.00 



The above Lavatoo' can aleo be furuished cut for Standing Waste, 

Pop-up, or Chain and Plug. 



PRICES 
Size , ... 24x36' 



Plate 
Plate 



F 2255 J, as described . 
F 2255, less all Fittings 



$177.00 

74.50 



The above Fixture made to conform with Government 1910 
Specifications (U. S. 36 R 2 L). 



L 
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Plate F 2262 E 



^^i.^ndavd'' Vitreous China Lavatories with Oval Bowls and Integral Backs, in Battery of Four 
Lavatories. Fitted with N. P. Waste Plugs and Rubber Stoppers, N. P. Low Down Compression China 
Index Handle Faucets and N. P. Continuous Waste with ''S" Trap without Vent. 



Size, 18 X 20 inches 



BIjMENSIOKS 
Diameter of Bowl, 103^ x 15 inches 



Height of Back, G inches 



PRICES 

Size 18x20^' 

Plate F 2262 E, as described $85.00 

Plate F 2202, less all Fittings 52.00 

Plate F 2262 E, each additional Lavatory complete . , 21.00 

Plate F 2262, each additional Lavatory, less all Fittings . . . ■ . . 13.00 
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Plate F 2272 G 

''^isindavcT Vitreous 
China Lavatories with 
Oval Bowlsj Depressed 
Soap Dishes; supported on 
Vitreous China Legs in 
Battery of Three Lava- 
tories. Fitted with N. P. 
Waste Plugs and Rubber 
Stoppers, N. P. Self-closing 
Basin Faucets, N. P. Floor 
Supplies with Air Cham- 
bers and N. P. Continuous 
Waste with Trap to Floor. 



- /- . . - r . r ._ 



I ^ L 



- - - H J^r 



DIIM ENSIGNS 



Sizes 



20x22 inches 
20x24 inches 



Diameter of Bowl 



12Hx 17 inches 
12^ X 17?-^ inches 



PRICES 

Sizes 20x22* 

Plate F 2272 G, as described $145.00 

Plate F2272, less all Fittings 76.50 

Plate F 2272 G, each additional Lavatory with Leg and Fittings complete , 48.50 

Plate F 2272, each additional Lavatory with Leg, less all Fittings 25.50 

If wanted with G-inch Back^ add for each Lavatory 6.00 



20 X 24^' 

S115.00 
76.50 

48.50 

25.50 

6.00 
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Plate F 2287 F 

'Standard'' Vitreous China 
Lavatories with Heavy Roll Rim 
and Integral Soap Dishes in Dou- 
ble Battery of Four Bowls on 
each side, supported on Galvan- 
ized Cast-iron Frame; fitted with 
N. P- Brass VAAnch Waste Plugs, 
Overflow Strainers with Chain at- 



tached, Two N. P. Brass IH-i^ch 

Continuous Wastes with 2-inch 
Anti-syphoning Traps, and Gal- 
vanized Iron Pipe for Hot and 
Cold Water with one Hot and one 
Cold N. P. Fuller Bibb for each 
Lavatorv- 



Di:Nr ENS IONS 



Size, IS X 20 inches 



Depth Inside, 6]^ inches 



Plate F 2287 F, as described 

For each additional pair of Lavatories complete, add 



Plate F 2297 F 

"i^tandard'' Vitreous China Lava- 
tories with Heavy Roll Rim and 
Integral Soap Dishes in Battery of 
Four Lavatories, supported on Gal- 
vanized Cast-iron Concealed Frame 
with Adjustable Legs with Ball Feet; 
fitted with N. P. Brass 13^-inch 
Waste Plugs, Overflow Strainers 
with Chain attached, N. P. IH-h^ich 
Continuous Waste with N. P. 2-inch 
*'S" Trap with Vent, and Galvanized 
Iron Pipe for Hot and Cold Water 
with one Hot and one Cold N. P. 
Fuller Bibb for each Lavatory. 



PRICES 



Plate F 2297 F. as described 

For each additional Lavatory complete, add 




Size, IS X 20 inches 





MILADY— Plate F 2310 

^^iandavd^ Vitreous China Milady Manicuring Table with Center Bowl; supported 
on Vitreous China Leg and N. P- Wall Supports. Fitted with N. P. Pop-up Waste with 
China Lever Handle, Concealed Supply to Bowl with Four-arm China Handle Controlling 
Valves on Supply Pipes to Wall and N. P. 'T'' Trap without Vent. 



DIMENSIONS 



Size 


Diameter 


Height to Top 




- of Slab 


of Basin 


of Slab 




18 X 32" 


6" 


31" 


w 


- 


P HI C F. S 






Plate 1*' 2310 as described . . . , 






S54 . 00 


Plate F2310, less all Fittings , . . , 






.- . 34.00 
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Plate F 2,^25 

JtandntnT Vitreous China Pedestal Drinkinjf 
Fountain; fitted with Vitreous China Continuous 
Flow r>ubbler, Bra^?^ Supply Pipe with Loose Key 
Valve and Galvanized Waste Pipe with Brass 
Trap. 



Plate F 2327 

''iSVandard" Vitrtous China Pedestal Drinking 
Fountain; fitted with Vitreous China Continuous 

Flow Bubbler controlled by Foot -operated Self- 
closing Valve in Floor Plate, Concealed Sui>ply 
Rpe and Galvanized Wa^te Pipe to Floor. 



PR ICL 



PRICE 



Heisht . . 
Plate r23H. 



h«l 







- ■ * 



Plate F2327. 




>47 50 
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Plate F 2345 



Plate F 2350 



Standard'' Vitreous China Wall Drinking 
Fountain; fitted with Vitreous China Continuous 
Flow Bubbler controlled by N. P, Self-closing Valve, 
Concealed Supply Pipe and Concealed Trap. 



Standard'' Vitreous China Wall Drinking 
Fountain; fitted with Vitreous China Continuous 
Flow Bubbler, N. P. Brass Supply Pipe with Loose 
Key Valve and N. P. Brass Trap to Wall. 



DIIM ENSIGNS 



Height of Back 
Over All 

9" 



Diameter of Basin 
Over All 

12" 



DIMENSIONS 



Height of Back 
Over All 

9^" 



Diameter of Baaia 
Over All 

13" 



PRICE 



PRICE 



Plate F 2345, as described 



126 . 50 



Plate F 2350, as described 



. $22 . 50 



i 
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Plate r 2-^55 
'^uuuf.ittT VilreouB China DrinkinR FounUiin; 



Plate F2375 
'Slundard* Vitreous China Wall Drinkinj? 



N. P. Br 



Wall L:.. keta; fitted Fountain with Int<»j:ral Vitreou* China Trap; 



with Vil.!.ous China Continuoua Flow I'.ubbler 

contJolkHl by X. P. China Ivever Handle Self-<lncing 

N. P. Pmss Supply Pipe and N. P. 'T" 



fittH with Vitreou 



Co 



Vah 



without Vent. 



V k 



itrollid }»v N. r. l-our-arm 



ina 



Sc^lf-<*lo^;^^ Valve 1 

Bras.^ J^upply Pipe. 
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DIMENSIONS 
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of BotI 



PRICE 
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Plate F 2750 J 

^^tandard'' Vitreous China Roll Rim Sink 
supported on Vitreous China Legs and Wall Sup- 
ports. Fitted with N. P. Goose-neck Pattern 



wi 



and Removable Rose Sprays, N. P. %-inch Wall 
Supply Pipes with Compression Wheel Handle 
Stops, N. P. Brass Strainer and N. P. V/iAnch 
Non-s}T)honing Trap to Floor. 



Plate F 2751 D 

'^tandarcf^ Vitreous China Roll Rim Sink with 
Integral Back, supported on Vitreous China Legs 
and Wall Supports. Fitted with N. P. ^^-inch 
Fuller Bibbs, N. P. Brass Strainer and N. P. 
IV^-inch Non-sj^phoning Trap to Floor. 



I 



1 



Size 
24 X 30' 



Size 



DIMENSIONS 



Actual AVidth 

24* 



Actual Length 

30'' 



Depth 
7' 



PRICES 



24 X 30' 



Plate F 2750 J, as described SSS.OO 

Plate F 2750, less all Fittings, except AVall Supports . 60-00 

The above Fixture made to conform with Government 1910 

Specifications (U. S. 30). 



DIMENSIONS 



Sizes 

20 X 24" 

24 X 30' 



Depth 


Height of Back 


4 


7' 


r 


10' 


PRICES 





Sizes 20x24' 

Plate F 2761 D. as described . . . . SG7.00 
Plate F2751, less all Fittings, except Wall 

Supports. . . - . . . - 46.00 



24x30' 

$101.00 



I 



80.00 



SO 



Plate F2921 



Plate F 2922 



^tandai^d^ Vitreous China Syphon Jet, Integral 

Flushing Rim Slop Sink and Vitreous China High 
Tank. Fitted with N. P- Combination Compression 
Faucet with China Indexes and Bucket Hook with 
Wall Brace, N. P. ^-inch Wall Supply Pipes with 
Wheel Handle Stops, Tank fitted with High 
Pressure Top Supply Ball Cock, Chain and Pull 
with N. P. Guide and N. P. l>:^-inch Flush Pipe. 



^tandard^ Vitreous China Roll Rim Slop Sink 
and Porcelain Enameled Inside, Adjustable Trap 
with Cleanout. Fitted with N. P. Combination 
Compression Faucet with China Indexes, Wall 
Brace and Bucket Hook and N. P. Brass Strainer. 



D I M E N^ S I N" S 



Size 
20 X 20" 



Depth to Strainer Plate 



PRICE 

Size 20 X 20^' 

Plate F2921, as described $158.00 



DIMENSIONS 

Size Approximate Depth Inside 

18x22'' 12" 

PRICES 

Size 18x22" 

Plate F 2922, as described 545.00 

Plate F2922, less all Fittings 32,00 
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Plate F 3170 





\ 





Plate F 3171 

■ 

"'c^tandard'' Alta VITRITE Syphon Jet Urinal 
with No. 10 Exposed N. P. Metric Junior Push 
Button Valve with Concealed Lock Shield Control- 
ling Valve, N. P. Inlet and Brass Outlet Connections 
with N. P. Wall Bolts. 



PRICE 



Plate F 3171, as de-scribed 

NoTh— No Wa.sle FittingH or Pipe fumirfied 



$33.50 





Plate F 3170 



'Standard'' Alta VITRITE S}T>hon Jet Urinal with No. 12 Concealed Metric 
Junior Push Button Valve with Controlling Stop and Push Button through 
Wall, Brass Inlet and Outlet Connections with N. P. Wall Bolts, 



PRICE 



Plate F 3170, as described 



132.50 



Note— No Waste Fittings or Pipe furnished. 



Plate F 3170— Side View 



I 




I 
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Plate F 3173 • Plate F 3175 

''e^tandard^ Alta VITRITE '^Undard'' Alta VITRITE S>T)hon Jet Urinals 

Syphon Jet Urinal with VIT- in Battery of three with VITRITE Automatic 

RITE Automatic Urinal Tank, Urinal Tank, ^/g-inch N. P. Supply Pipe to Wall 

3^-inch N. P. Supply Pipe to Wall with Angle Compression Wheel Handle Stop, N. P. 

with Angle Compression Wheel Flush Pipes and Inlet and Brass Outlet Connections 

Handle Stop, N. P. Flush Pipe with N. P. Wall Bolts, 
and Inlet and Brass Outlet Con- 
nections with N. P. Wall Bolts. 

PRICES 

■ 

Plate F 3173, Single $34.25 

Plate F3174, Battery of Two 61.00 

Plate F 3175, Battery of Three 87.75 
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Plate F 3260 

'l^tandard'' VITRITE Low Down Straight Front 



Closet Tank with Top Lever. 



Sizes 

Plate F 3260, with Fittings 
Plate F 32(30, less Fittings 



No. 1 

$1S.00 

11.00 



No. 2 

S16.00 

10.50 




Plate F 3261 



13tandard^ VITRITE Low Down Curved Top 
Straight Front Closet Tank with Top Lever. 



fcizes 



Plate F 3261. with Fittings 
Plate F32GlJess Fittings 



No. I 
SIS. 00 

11 00 



No. 2 

SIG 00 

10.50 




Plate F 3262 

Standard" \TTRITE Cur\'ed Front and Curved 
Top Low Down Closet Tank with Top Lever. 




Phito F 3262, with Fittings $18.00 

Phu-e F32G2. le^ Fitliuge ,.;.... 1100 



Plate F 3263 

'Standard'' VITRITE Curved Front and Curved 
Top IjOW Down Closet Tank with Bottona 
Compound Lever. 

Plate F 32G3, with Fittings $20.00 

Plate F 3263, leas Fittings 12.00 



L 
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Patented Matkh tC, 1015 



pATKNTtO MaHCU IC, 1915 



Plate F 3352 

""Mandavdr VITRITE Closet Combination with 
DLVORO Syphon Jet Bowl with Square Base; 
VITRITE Straight Front Low Down Tank with Top 
China Lever Handle, ^^-inch Nickel-plated I. P. S. 
Wall Supply with China Index Compression Angle 
Stop, VITRITE Flush Connection, Ivorite Square 
Back Saddle Seat and Cover and Cast Brass Floor 
Flange with Bolts and Porcelain Bolt Caps. 



Plate F 3353 

Standard'' VITRITE Closet Combination with 
DLVORO Syphon Jet Bowl with Extended Lip, 
and Square Base; VITRITE Straight Front Low 



Down Tank with 
•^-inch Nickel-plated 



China Lever Handle, 
Wall Supply with 



China Index Compression Angle Stop, VITRITE 
Flush Connection, Ivorite Square Back, open Front 
Seat and Cover with Nickel-plated Cast Brass 
Reinforcement, and Cast Brass Floor Flange with 
Bolts and Porcelain Bolt Caps* 



PRICE 



Plate F 3352, as described 



J40.00 



PRICE 



Pbte F 3353, as described 



»4o.00 



35 







Patented Apr. 14, 1914 
Patented March 16, 1915 



pATtMfcjj Maucu 23, 1915 






Plate F 3354 

''Standard'' VITRITE Closet Combination "with 
DLVORO SjThon Jet Bowl with Extended Lip, 
Jr^-la Vent with VITRITE Wall Flange, and 
Square Base, VITRITE Straight Front Low Down 
Tank with Top China Lever Handle, ^^-inch 
Nickel-plated L P. S. Wall Supply with China Index 
Compression Angle Stop, VITRITE Flush Connec- 
tion, Ivorite Square Back, open Front Seat and 
Cover with Nickel-plated Cast Brass Reinforce- 
ment, and Cast Brass Floor Flange with Bolts 
and Porcelain Bolt Caps. 



Plate F 3355 

'Standard" VITRITE Closet Combination with 
EXPULSO Bowl with Square Base; VITRITE Wave 
Front Low Down Tank with Top China Lever 
Handle, J^-inch Nickel-plated L P. S. Wall Supply 
with China Index Compression Angle Stop, 
VITRITE Flush Connection, Ivorite Square Back 
Saddle Seat and Cover, and Cast Brass Floor 
Flange with Bolts and Porcelain Bolt Caps. 



' 



t 



PRICE 



Plate F 33o4, at described 



. $53.00 



PRICE 



Plate F 3355, as described 



. $35.00 
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Plate F 3356 

^standard" VITRITE Closet Combination with 
(^CCtC Syphonic Action Bowl with Square Base; 

\'1TR1TE Straight Front Low Down Tank with 
Top China Lever Handle, 5 ^-inch Nickel-plated 
L P. S. Wall Supply with Wheel Handle Com- 
pression Angle Stop, Nickel-plated Flush Connection, 
eh Mahogany Finished Seat and Cover and 
Floor Flange with Bolts and Porcelain Bolt Caps. 



Standard 



Plate F3357 

RITE Closet 



PeDESTO Syphon Jet Bowl with Square Ea^e; 



Low 



Lev 



1. V. b. Wall supply with (.hina Index ( ompreasion 
Angle Stop, VITRITE Flush Connection, Ivorite 
Square Back, open Front Seat and Cover with 



Brass 



Brass 

Cape. 



PR ICE 



Plate F 33o6, as described 



$25.00 



PRICE 



Piste F 33o7. aa described 



$55 00 



37 




pATKvrrn \T»n \y 1913 



I 



iii Nov. i. I'Ul 



1^4TkNTKU UkK. 16. VnS 



FATEftTTKD NoV. 3, \SHi 

Pah m( uMau I(i. 1915 



^ 



riate F 3358 

':$\arcfard'' VTTRITE Closet Combination with 
PL-Ri>lO ►^>T^<>n JeL Howl with Extended Front 
ami Hack Non-soiling Kim and Squaie Base; 
\ ITIilTE Straight Fronl Low Down Tank with 
Top China Levc. Handle, ^^-inch Nickel-plated 
L P, S, Wall Sup]>l3' with Chinn Index Comprep^'inn 
AnL:1c Stop, \ ITIilTE Fluish Connection, Ivorite 
S:it open at FVont and Rack with Cover, and 
Kii^kel-plated Ca>i r.i.c..> RHnforcement Fiuiit and 
Bark, and Cast Bra»« F^loor F'lange with Bolts and 
Porcelain Bolt Caps. 



Plate F3359 

-Standard^ VITMITE Closet Combination with 
PL'RiNIO Sj'phon Jet Bowl with Extended Front 
and Bark Non-soiling Rim and S<iuare Bac; 
\^ITI{ITE Straight Front I/w Down Tank with 
Bottom Compound China I^ever Handle, *>^inr-h 
Nickel-plat'd I. P. S. Wall Supply with China Index 
Comj^reasion Angle Stop, VmilTE FliLsh Con- 
nection, Ivorite Seat, open at Front and Back, with 
Cover and Nickel-plated Cast Bra - ncinforrement 
Front and Back, and Cast T^ra- - Floor Flange with 
Ecltft and Porrrlain Bolt Cnp?. 
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